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This report consists of the following docments pertaining to the electric power 
stations of GDR chemical plants: 

1) One-page mLaeographed table, in English, showing the output of the electric grid 

of the Central Genaan chemical industry The power stations at^^1j.^feld 

Electrochemical Combine, Wolfen Film and Dye Factories, Schkopau, Leuna, Deuben, 'Theissen, 
Naohterstedt, Amsdorf, Muecheln II, Bruckdorf, and Stedten, are reported on imder the 
following headings: a) peak output in megawatts (actual peak output, date and time of day, 
mean peak output)? b) planned and actual production in millions of kilowatt hoxirsj c) per- 
cept of quota fulfilled? d) reasons for cases of underfulfillment? e) number of hours in 
operation? f) percent of output consumed by plant itself? g) consimiption and reserve stocks 
of brown coal? h) pacific coal consumption in kilograms per kilowatt hours? i) nmber of 
employees (clerical and others). Totals are entered under each of these headings. 

2) Nine schematic diagrams cover@^$Aph*^'^o°* 

stated pages, with terms and titIe^i?n!eman^3^o^^stati5n^!^tn^rollowing chemical 
plants; Bitterfeld, Buna (Schkopau), Walter Ulbricht (leuna), ¥olfen (Film and Dye Factoriesi 
Deuben, Theissen, and Nachterstedt* ” 
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